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(MIRA 12:6) 
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sj] Aliuminii v kabel'noi 
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(Aluminun) (Blectric cables) 
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LEVIN, L.E, red.; BRANDENBURGSKAYA, E.Ya., red.; VORONIN, K.P., 


[Foundations of electric power transmission line towers] 
Fundamenty opor linii elektroperedachi; sbornik statei, 
Pod red. L.E.Levina, Moskva, Gosenergoizdat, 1961, 182 p, 
(MIRA 16:5) 
1. ORGES, trust, Moscow. LF 
(Electric lines--Poles and towers) vat 
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Gos. energ, izd=vo, 1961. 263 p. (MIRA 14:11) , 
(Electric apparatus and appliances) (Electric networks) 


APPROVED FOR RELEASE: 06/09/2000 CIA-RDP86-00513R000206720019-4" 


"APPROVED FOR RELEASE: ee arene’ CIA-RDP86-00513R000206720019-4 


PROSHCHIN, Ye.A. [deceased]; SMIRNOV, L.P.; SMIRNOV, A.D., iis red.3 
SOLOV'YEV, P.F., inzh., rede; BRANDENBURGSKAYA, E Yass red.; BORU- 
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(Electric engineering) 
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[Selection of wire and cable sizes for electrical wiring 
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operations ]Vvbor sechenii provodov i 
provodok. Isi.4., perer. Moskva, Gosenergoizdats, ee 95 p. 


(Electric wiring) 
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[Overvoltages in electric power syatens ] Perenapriazheniia v 

elektricheskikh sistemakh. Moskva, Gos. energ. izd-vo, 

1962. 511 p. : (MIRA 15:3 
(Electric power distribution—-High tension) 

(Electric protection) 
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_-MUKOSEYEV, Yuriy Leonidovich; BRANDENBURGSKAYA, E. Tae, red.; ] 
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1. Orgres, trust, Moscow. 
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(PROTEUS INFECTIONS, 
diarrhea in child) 
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(BACTERIA, 
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Dysentery as the etiological factor in diarrhea in children. 
Pediat. poleka 31 no.2:155-166 Feb 56. 


1. Ze Szpitala Zakaznego Nr 3 w Warszawie. Dyrektor: dr. med. 
BE, Pomerska Z2 Panstwowego Zakladu Higieny w Warszawie. Dyrektor: 
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(DIARRHEA, in infant and child, 
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EXCRPP TS TEDICA See yi YoU w/o Fedical terol. Oct «9 


3108, PROPERTIES OF THE ALKALESCENS-DISPAR STRAINS ISOLATED IN 
THE CITY OF WARSAW - Whaésciwosci pateczek grupy alkalescens-dispar 
wyosobnionych na terenie Warszawy - EM tose Zakt. Bakteriol. Panstw. 
Zakt. Hig., Warszawa - PRZEGL. EPID /3 (235-248) Graphs 3 
Tables 7 

Seventy-eight strains with properties of the Alkalescens-Dispar (A-D) group were 
isolated in the city of Warsaw. These strains, on the basis of their biochemical 
and serologica! properties, were determined as belonging to A-D strains of the 
serological group 01; 2 strains belonged to the O2 group. Types Ola, Ib, Kila, 1b, 
and Ola, ib and kia predominated. These strains did not differ in their toxicity 
from the strains of Franzen B anaterial: 


epaatihdsan ithe keer ee ni oa aoe 


etlety gr eure Fe Sladek a Salt SE eet age 3% 
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‘aUTLE: | Effect of hydrogen fon: concentration on spectra of 5,6 cbonzoquinoling y : 


AUTHORS: ‘Kilimoy, A Pas ‘Drapinboevay Ls Nes Brandosoval, a x 


“SOURCE: Optika i “spektroskopiya; ‘sbornik c seater. ve ls Tyuninestoentaiza.:, eee 

i Mpacaw, Izd-vo AN SSSR, 1963, 72-17. ae 
J de rane : = : 
“opie TAGS: _ luninescerce, absorption, spectra, hydrogen ion, reaction. rate 
constant Bcercciieed ha A. Pastis Sg A ace goes a es : 


“ABSTRACT: | The change. in Auaipecoctie. en eboonobion ssotre ‘of 5,6-bonsoquinoline 
in’ solutions containing hydrogen ions: has been investigated. - The solvents used - 
-weres water, ethanol, 82% p-dioxyn-water mixture, and 50% acetone-water mixtures 7 
The method of H. H.. Perkampus and.T, Rossel (Zs. Electrochem., 60,.1202, 1956) . 

«| Was used to determine the reaction constants in the hydrogen~5, 6=benzoquinoline ee ek: 
J) peacbion. | “Analysis was: limited to the ground and first singlet excitation states <-- “ 
‘of the benzoquinoline molecule. It was: noted that increasing the.solvent Ps 

| dielectric constant. increases the difference between the reaction rate constant 

Of the ground state and the reaction rate constant of the. excited state. | eee 

> barb. hase 6 figures and 2 formas. : 
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Ninetieth anniversary of the publication of I1.M.Sechenov's treatise 
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perer. Moskva, Ugletekhizdat, 1957. 79 Pp. (MBA 10:9) 
(COAL MINERS—DISEASBS AND HYGIENE) 
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BRANDIS, Se 
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1, Zanestitel! direktora po nauchnoy chasti Donetskogo instituta:se. 
figiologii truda, 
(Mine dusts) (Coal minors--Diseases and hygisne) 
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a: NDIS, Semen Aleksandrovich; SKORBILINA, T.N., red.; KUZ'MIWA, N.5., 


tekhn. red. 


{Advice of a physician to metalworkers and machinery industry 
workers] Sovety vracha metallistam 1 mashinostroitelian, 
Moskva, Gos.izd-vo med.lit-ry Medgiz, 1960, 31 p. 

(MIRA 1421) 


(INDUSTRIAL HYGIENR) 
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BRANDIS, S.A. 
ee ae en 


Effect of bromina and caffeine on the light sensitivity of the 
eye and thermoregulation at high environmental temperature. 
~Fiziol, zhur. 46 no. 4:489-494 Ap '60, (MIRA 13:10) 


1. From the Central Research Laboratory in Nines Rescue Operations, 
Stalino. 
(BROMINE—-PHYSIOLOGICAL EFFECT) (CAFFEINE) (EYES) 
(BODY TEMPERATURE) 
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~___BRANDIS, S.A; IOSEL'SON, S.A.3 PILOVITSKAYA, V.N. 


ae Functional changes in the body at rest and at work during prolonged 
a inhalation of gas mixtures containing large amounts of oxygen. 
Fiziol. Zhur. 46 no. 7:801-809 J1 '60. (MIRA 13:8) 


1. From the Central Research Laboratory for the Mining 
Salvation Work, Stalino, Donbass. 


(OXYGEN-~PHYSIOLOGICAL EFFECT) (EXERCISE) 
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TRUMPAYTS, Yakov Il'ich; AFANAS'YEVA, Yelena Nikolayevha; 
Prinimali uchastiye: BRANDIS, S.A,, dots.; AL'TER, M.S.; 
ROGOZIN, P.A., st. neuchn. sotr.; DENISOVA, 1.S., red.; 
IGNAT'YEV, V.A., tekhn. red. : - soe 


[Individual means for the protection bf respiratory organs] 
Individual'nye sredstva zashchity orghnov dykhaniia; al'bom, 
Moskva, Profizdat, 1962. 54p. . (MIRA 16:7) 


1. TSentral'naya nauchno-issledovatel'skaya laboratoriya 
po gorno-spasatal'fiom delu, Stalino (for Brandis). 
(Respirators). (Gas masks) 
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BRANDIS, S,A.3 PILOVITSKAYA, V.N, 


Functional changes in the body at rest and during work 

after breathing for many hours # gaa mixture containing a 

high concentration of oxygen and a small concentration of 

carbon dioxide. Fiziol, ahur. 48 no.4:455-463 Ap '62, (MIRA 15:6) 


1. From the Central Research Laboratory for Mining Rescue, 
Donetz Regional Economic Council, Donets. 
(RESPIRATION) 
(STRESS (PHYSIOLOGY) ) 
(METABOLISM, DISORDERS OF) 
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Brandler, F. 
ar tegen 
es 


Simplified static solution for an arched girder. p. 152, 
INZENYRSKE STAVBY, (Ministerstvo stavebnictvi) Praha. Vol. 2, 
no. 4, April 1954. 


Source: EEAL we Vol. 5, No. 10 Oct. 1956 
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_ Brandler, Pe 


Simplified method for calculating arches with built-in terminals 
and arbitrary cross sections. p. 31. INZENYRSKE STAVBY. (Minis- 
terstvo stavebnictvi) Praha. Vol. 4, no. 1, Jan. 1956. 


Source: EEAL WC Vol. 5, No. 10 Oct. 1956 
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pity. is : diners cord 


ERANDLER, F. 


Simplified static solution of fixed arches with a hinge in one support. 


p. 434% (Inzenyrske Stavby) Vol. 5, no. ©, Aug. 1957, Praha, Czechoslovakia 


SO: MONTHLY INDEX CF ZAST EUROPEAN ACCESSIONS (SCAI) Le, VOL. 7, NC. 1, JAN, 1958 
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BRANDLER, Frantisek, indo, are 
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ee 


fables of formas for calculation of statically ingeterminate 
quantities in fixed parabolic arches under continuous load. Stav 


cas 11 no. 3:223-239 '63. 
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a in 
cae 2 
cL: Toya sn! 1 ep:3 sn BD-6 opony 308 ins 


SOURCE. TwuZ. Manhinostroyeniye; no, ay 1984, 3-4 


TOPIC TAGS:: “epoxy resin;: epoxy tenia wear: wear resistance, ay ition, abuts ae 


pithaleles.) Plasiicizer.. hexamethylenediaming es - 


ABSTRACT: “Epoxy ‘resins ‘are. peing. ‘uped to. a cient extent in machine tool jaces for the 
manufacture of stamp parts. ‘The ED-5 and ED-6 epoxy. resins, as well ag ED-40 resin 
which is almost the same 95 ED-6, are generally used for casting these parts. One of the Py 
most important features of these plastics is their high wear. resistance. The present paper 
compares the wear of HD-5 and ED-6 epoxy resins, considering the heat created by t paper if 
and the temperature of the amblent media, The importance of the plasticizer is established 
and the dependence of the force and coefficient of friction on the load and temperature is 
pointed | out, A"'Skoda-Baying’ machine was used to test the dry friction and wear. The 
depth oi dise en was Buea: BB well RB w the change in welght during wear, the 
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2348265 2 a 


oneness at the point of baneek ‘and ‘algo the ieee of friction. All tests were made 
without lubricants‘at 8.5: m/min, and under loatls varying from 1 to 2D kg. Each test took 
-3-hours.. The sampies were tested either with or without plasticizers, and the hardening 
agent was hexamethylenediamine, Ths mixtire, consisting of 100 parts by weight of resin, 
10 parts of dibutylphthalate (if present) and 20 paris of hexamethylene diamine, was thor- 
oughly mixed and vacuumized. The samples were then cast and hardened at room tempera- 
ture for 15-20 hours with subsequent heat treatment at 90C 6-7 hours. The tests showed 
that the ED-5 epoxy renin has certain advantages over the ED-6 resin in relation to wear 
resistance. The plasticizer {dibutylphthaiate) lowered the hardness somewhat and increased 
the weight loss during wear. However, at optimal plasticizer content, the increase in 
weight loss is insignificant and does net affect the adequacy of the plasticized resin fer stamp 
manufacture, The lower loss of weight during wear and higher hardness of the ED-5 epoxy 
resin without the plasticizer is not of great significance for stamp manufacture, since the 
other mechanical properties are lower. Cooling of the surface changes the type and degree 
of wear, preserving tho type of surface wear until the loads become higher. Orig. art. 
“has: 7 figures and 1 table, 
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L 23082665. = | 
ACCESSION NR: “AP500299 


ASSOCIATION: “Voroni ahsklj onudarotvenn e choskiy ‘institut 
petagisioal eee) ae de mNy P peng ey era atie 


_ - BUB CODE: MT : ; 
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: Ls Sabatbetih healing Miele amaguny xv - 

ACC NR: AR5020056 oo ‘SOURCE CODE: _uR/0081/65/000/012/s078/s078 
‘AUTHOR: Brandan, @.S+ 3 Novokreshchenov, P.D.; Leonov, M.V. = Se 
ORG: none ad a a are : , L 
TITLE: . Wear of polynier compounds with epoxy resin beses . 


aerate, 


-| SOURCE: Ref. zh. Khimiya, Abs. 128508. ~ oa ~ 
REF SOURCE: Izvs VYoronezhsk. B03. ped. in-ta, v. 44, 1964, 140-145 ia 
TOPIC TAGS: polymer, epoxy. plastic, hardening ‘ Baise ears 
S . : id 3 
TRANSLATION: A stuly was made of the attrition of hardened _ED-5 and ED-6 epoxy resins! . 
and of compounds based on them with the addition of iron (Zh) powder fillings j»cur- 
rently used for coating the oeprational parts of plastic stamps, and also of FARD-13! 
resin (a mixture of 2. furfuralacetope monomer FA with ED-6) end of EV-4"(a mechanical 
mixture of ED-6 with monomer V-4).\ Tests on dry friction'and wear were made on.a 
Skoda-Savin machine et velocities of 8.5 m/mins and pressures of up to 80 kg/em@. A 
relation was established between the intensity of attrition and the load and pressure, 
disregarding the heating caused by dry friction. A study was made also of the effect 
‘of fillings on the character of the attrition. | Research has shown that the FAED-132h 
compound had a lower wear resistance than EZh-1 and EV-lizh. Xu. Zybin. 


‘Sup cope: 67 7 //, : be duc Rs 


jo 
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Welding, Autogenous 
Boilers, Steam 


“Automatic Welding of Steam Boilers Unier Flux at the 
Plant lmeni 1 May," G. I. Braniobovakiy, Engr, 3 pp 


"Avtogemnoye Delo" Ho 10 26-23 
Describes process in detail, Inoludes four photo- | 
‘Graphs and two tables. Vologoda glass factory was 


-. expected to take over production of flux but has not 
‘as yet. 
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ORG: none 


TITLE: Reception device for. telemechanical systems with remote 
the monitored pcint over the communication line, Class 21,-No. 185376 [announced : 


by the Karaganda Scientific Research, Design and Planning, and Ex erimental 
Institute for the Development of Mining Machinery and Mechanisms. (Karagandinskiy. 
nauchno-issledovatel'skiy proyektno-konstruktorskiy i eksperim ental'nyy institut po 
Sozdaniya gornykh mashin i mekhanizmoy)] 


power supply of 


SOURCE: Izobreteniya, promyshlennyye obraztsy, tovarnyye znaki, no, 17, 1966, 
32-33 


TOPIC TAGS: signal reception, transistor, voltage divider 


» transistor relay, 
integrating, RC circuit, signal front 


rise time, signal decay time 


ABSTRACT: The Proposed signal reception device for remote control ayeiend With 
remote power supply of the monitored point over the communication line cont ains, 
for the purpose of reducing the rise time of the d-c pulse 


-time signal front, a tran- 
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a are 


a linear voltage divider, and a transistor relay. The output of the integrating RC- 
circuit is connected to the linear voltage divider whose output is connected to the 
input of the transistor relay. The output of the latter is connected to the transistor 
key. The emitter of the transistor, connected in the line, is connected with the 
Supply plus-terminal through the transistor key. For the purpose of reducing the 
decay time of the d-c pulse-time Signal, the device ig also supplemented with two 


Fig. 1. Reception device, 
_ T-1—Transistor; P,, P, and 
P,—transistor relays; i. Ky 
and K,—transistor keys 
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25839 $/535/60/000/130/007/007 
10-1210 763 E031/E435 
AUTHOR: Brandov, G.S., Candidate of Technical Sciences 
TITLE: Grapho-analytic method of calculating the distribution 


of lifting force along the Span of a wing 


PERIODICAL; Moscow, Aviatsionnyy institut. Trudy, No.130, 1960, 
Prochnost! avintsionnykh konstruktsiy, pp.149-194 


TEXT The basic integro-differential equation for the 
Sirculation round a Wing is established and a solution in the form 
of a trigonometric Series adopted, The solution can be regarded 
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25832 8/53 5/60/000/130/007/007 
Grapho-analytic method eee E031/E435 


Section at which maximum lift occurs is determined to be equal to 
the taper factor of the wing, The lift distribution of a twisted 
wing at zero incidence is established, The angle of zero lift is 
determined in five Special cases in which the twist is either 


On an unswept wing, AS an example to illustrate the techniques 
developed, a plane trapezoidal wing is discussed, The effect of 


with the results of exact methods is Satisfactory and so the method 
would be of use in design offices, There are 27 figures, 1 table 
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Their s.pplications,. Explosives, Pyrotcchnic- 
al Compounis. Chemical Dofcnso agcentse 


Rof Zhur-Khimiya, No 3, 1959, 9542, 


Ionesou, M. ,Brandsch, J. 


Not given, 


: Method for Producing Sorbite Hoxanitrate. 


Rov. chin., 1457, 8, No le, 780, 


Into a mixture of 36 zl HNO. (d 1.50) and 150 mi 
(CH,CO} 50, 3 g of powdcred sorbite aro addod whilc 
mixing and cocling to —5°, In shis way 6.8 ¢ 

of raw hoxanitrate is obtaincd, which corresponds 
to 91.8% of tho theorstical yicld. after frac- 
tional precipitation from alcoholic solution by 
watcr a product is obtainod heving a molting point 
of 559, == m, Fishboyn, 
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Gris rub, :Rev. chim., 1958, 9, No 6, 334-335 
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| Means of Peper Chronatography 
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| 

austrac :A descending method of partition chromatography 
en ordinary filter paper is used to separate 
components of 4 mixture of pyridine bases ob- 
tained by condensation of acetaldehyde with 
ammonia. On a strip of such paper which has 
first bsen washed with a 0.2 n. solution of 
HCl and HCOOH, a drop of the analyzed solution 

i is applied (a 2% solution of a mixture of pyri- 

dine basss in 2 n. HCl), the spot obtained is 

dried and the paper is kept in a chamber which 
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